Notice No.1 


for the 

Code for Offshore Personnel 
Transfer Systems, 

July 2022 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. Any 
corrigenda included in the Notice are effective immediately. 
Please note for the corrigenda items paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: December 2022 


. IACS/IMO implementation 
Amendments to Effective date i . 
(if applicable) 


N/A 


Chapter 1, Section 1 1 January 2023 


Chapter 1 
Offshore Personnel Transfer Systems 


a Section 1 
General 


1.12 Information to be submitted 


1.12.10 Scantlings, weld details, NDE and assembly plans of all critical and primary structural items comprising the OPTS, including the 
gangway/containment, base frame (Supporting the gangway/containment), slewing ring, pedestals and stowage arrangements (all as 
applicable). Pedestals or foundation permanenth attached te that are welded to the hull structure of the mothership are a classification 
item where the mothership is classed with LR. Classification item, in this context, means that the pedestals or foundation are subjected 
to the classification procedures regardless of whether the OPTS is subject to certification or classification, see Figure 1.1.2 Classification 
items and applicability of LR’s requirements for OPTS pedestals and foundations. 
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Note 1: Items below the demarcation are to comply with the applicable LR’s Rules for ship types. 
Note 2: Items above the demarcation are to comply with LR’s Code for Offshore Personne! Transfer Systems. 


Figure 1.1.2 Classification items and applicability of LR’s requirements for OPTS pedestals and foundations 
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